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Tumor cells often exist in different phenotypes with distinct properties. Ever-increasing evidence strongly sup- 
ported the existence of the cancer stem cells (CSCs) and non-stem cancer cells (NSCCs) in various tumors. It 
is of fundamental importance to understand the properties of the phenotypes under radiation and chemical 
treatments, for CSCs are regarded as the source of tumor dormancy as well as recurrence after apparently suc- 
cessful debulking of human solid tumors by various forms of therapy. To understand the DNA damages and 
repairs in CSCs/NSCCs post-radiation, currently sorted CSCs/NSCCs were irradiated with microbeam irradi- 
ation system, SPICE of NIRS [1]. The results showed that the aggregation of 53BP1 and XRCC1 are in a dose- 
dependent manner from 20 to 200 protons per nucleus targeted with proton microbeam of 2 um in diameter. In 
addition, compared with NSCCs, there is lower average-related fluorescence unit in 53BP1 foci induced by 
proton radiation, indicating CSCs might be more radio-resistant than that of NSCCs. Importantly, significant 
higher diffusion rate of the fluorescence also observed in CSCs than that of NSCCs, indicating that CSCs may 
have higher repair efficiency than that of NSCCs post-proton irradiation. In addition, the radiation-induced by- 
stander effects in CSCs and NSCCs were also studied via the aggregation of 53BP1 . 
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